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Superintendent Mint 0.3., 
Philadelphia, Penna. 

Sir: 




I will thank you to return to this Bureau by express as early as 

4 

possible the cutting machine belonging to the laboratory, as it is very 

t 

much needed.' 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 

March 7, 1893 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


I will thank you to return to this Bureau by express as early as possible the cutting 
machine belonging to the laboratory, as it is very much needed. 

Respectfully yours, 

E.O. Leech 
Director of the Mint. 



